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Amal Report of the Subcommittee on Population emi Menpourr 
for Flatel Year 1959 
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Ao Aghiwitles of the Subsomnttiee Daring Pirea: Yeor. 


1, Review of the JateLigence Fredugtion in the Subcommibtew 3 Fs 


AL & meting of G April the Subcommittee reviewed the tentative 
megeares plans of member ageaciten for FY LOSC. The Sidcomditter Powst that 
she present and planned research activities are not duphicetive, but rather 
ape complementary and autually beneficial. 


BS: 


#, Regeareh aad Collection Peticienstes. 
“&, Research Deficiencies. 
NPR RR NE EES SE AICTE anata MOINES FSC. ot ey a 


“ye current statenent ef Prbarity Deficiencies of Research in Ub 
Piel’ of pupalation end manpower it the Sinc-Soviet Bloe was apgreved ty She 
S78 in Mereh 1954. Two eritieal deficievecies wore “insted; productivity of 
labor, and orclation and menpower resources of regionak and wren arias, 
The researc’ programe of membns agencies during the post four yeara «- parbiewier' 
those of GOXA, the Air Forse, ank the Bursan of the Canaus ~- have Seer Alrertad 
townrd uoeting these @efietencien. The fadlure of Bioe esyvatelem %o provids: 
oubpys qu anployment. data in sufficient deteil continuss to tapede the malting 
of astiafastery laser profuetivity etudies. The pregaration of eetinetas of 
popaiation anh manyewer resoureen for regional and vwban areas in all Bice 
sountrian <= of eritiesad importance for military inteldiganes -- fa proseading. 
and tbeae afforts will he aided grestly oy deta the!, presumably wild be mace 
avalinvle from the 1999 census in the USSR eed from 1959 and 1900 sensuees i 
ome of the fovepian Seteliitas. 
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| 


Ste Sebecmittee: plaas to review the eucrent statement of Prieri ty 
imfieleucles of Reseexth in its field of competence ently in FT 1960, to aseaee 
the progress to date, sali te determine the ored for revieing the statbunent . 


\ b. Sollection Deficdens les. 
q NE ESPANA. Ne FE IB NT its OPER LEO OG FE a OT 


The Subcommittees tovk no eaetion in thie field during FY 1959. 
S3A/CRA bas not prepared statements of priority gaps in intelligemse in the 
field of population end menpower, but may de 20 during PY 2960. The Subcommitter 
plans to discuas early in FY 1960 the desirability of preparing Priority 
Calleetion Deficiencies in the field of population and manpower, 
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3. Review of Substantive Papers. 


The subcommittee discussed onc substantive paper, "The Age-Sex 
Distribution of the Population of Communint China”. ‘This pajer, being 
prepared by the Bureau of the Census, wikl be published early in #¥ 1960. 


4, Review of Proposals fox Exteraal Research. 


i No proposel for new external research was submitted to the Subeammitiec 
1A12a during the year. the Air Force are continuing to support the research 
being conducted by %. creign Manpower Research Office of the Bureau of the 
Census, and this research is reviewed and coordinated through the Subcaimittes, 
both formally and informally, on a continuing basis. 


5. Maintenance of Agreed, Basie Statistics. 


No formal action was taken by the Subcommittee during the year to 
adopt a set of "Agreed Basic Statistics”. In October 1958, GIA published an 
unclassified chart entitled "Estimated Population of Sino-Soviet Bloe and NATO 
Countries, Selected Years, 1938-1975" based on estimates prepared by CIA and 
by the Bureau of the Census, These estimates are in @enerai. use throughouw 
the intelligence ceamunity. At ite first meeting in FY 1960 the Subecurittec 
will consider the desirebility of having an annual uptating of this chart 
prepared and issuea as “Agreed Basic Population Statistics". 


6. Projects Unéerteken at the Re 


west of the EXC or Proposed to the Bic. 
No such projects were undertaken or proposetl. 


To intelligence Research Techniques. 


The Subcommittee did not concern itself with intelligence research 
techniques during the year. 


8, Special Coordinati 


In FY 1958 the Subcommittee appreved a proposal for an exphange of 
demographers dvetweern the (5 and the SSR. The propesal wae formally submitties 
to the USSR, whieh turned it down early in Fi 4959, stating that it cowld see 
no advantage in the proposed exchenge. 


Furetions of the Svbeccamittee. 


The Subcomuittee twice diseussed the problem of the handling <- in a 
forthcoming Census Bureau report «<< of conflicting data put out by Fast and 
West Germany on the number of migrants fron East Germany. The problem concerned. 
the State Department’s objection, for political reasons, to the Gensus Bureau's 
plan to elite the East German data as probably the most aceurete. A method of 
hendling the matter has been worked cut to the mutual satisfaction of the egercies 
concerned and the Subcommittee. 


Si 
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st a meeting on S April the Subccumittee agrend that i. co 
position withio the doteliigenct scanunity ahonld ve taken wiih ; 
“ae initial interpretation of the preliminary results of the (Sai: «+ 
‘hich were acheduled to be released jate in April, When the resi: 
announced by the USSR on 9 May, o coordinated position on the 2) 
secured through informal. Liason ausng the maber agencies mest in 
“orczerned, CIA, STATE, and CENSIS . 


9. Evaluation of the Role 2f siz Subvomittee. 


The Subcemmittee believes tha ita activities provide « un 
for ecordinating the research on poyulevion and manpower within + 
sommuaity and for eliminating duplication of effort. The Swaccuit: 
serves a useful function in acquainti.g ite methers and their agen: 


research probleas, techniques, and findings en probleme of mutuel cou 


3, Ruture Program of the Subsorméttce. 


ao Subcommittee pisns to engage ic the following major activities @& 
FY 19609 


-e 
v 


Basie Populetion Statistics. 


2, % continue the annvel review of agency revearch preodems ane cartregss 
research proposals, in orfier to aveid duplivatioa af effort. 


3. To discuss and assess the intelligence laplicetdoas of census Gata 
hich presumably will be released by the WHR acd nome of the Solellives darcy 
y ¥ 1960. 
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4. % hear and comment wpon the more Lapovkut substantive reqor be 
prepared by memher agenesies. 
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